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CENTRAL INTELLIGENCE AGENCÏ 
OFFICE OF NATIONAL ESTIMATES 


9 April 1951 


MEMORANDUM FOR THE ESTIMATES STAFF 
FRÛMs Chief# Estimâtes Staff 
SÜBJECTî NXE-3U 


The National Estimâtes Board has approved initiation 
of a National Intelligence Estimât® (NIE-3U) on w Ti» 
Position of Spain in the Eaat«Wost Gonflict« n T hic 
estimât® supersedes Estimâtes Staff Planning Project 
No « 11, cancelled this date 0 

Priori ty s Routine 0 

Task teams WBBKÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊÊR 
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